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SPECIFICATIONS 
Frequency Range - 
Band (An os iocscs oi ei wiasereie was» $e eter ee ie 550 ke to 1600 ke. 
Band BL. .........-20055 © oibtenuete % 1.6 mc to 4 mc. 
Band C,. 2. psec ee evan ee eee 4 mc to 10 me. 
Band Diese: ieee bisa 28 oe ie AS Ree 10 me to 30 me. 
Oi Meter iss ie ee hes eve b aed Oo suks sta feece Indicates relative signal strength, 
Headphone Jack,.........02-c0ceee Pace For most commercial headphones (headphone 


resistance may be from 50 2 to 10 KQ). 


Controls And Switches,.............. S es VOLUME control with power ON-OFF switch, 
BFO control with ON-OFF switch. 
Selector Switch with AM, STBY, and CW posi- 
tions, 
BAND switch, 
ANT TRIM. 
BAND SPREAD TUNING, 
MAIN TUNING. 
ANL (Noise Limiter) ON-OFF switch. 


Tube Complement. .......0... 00000000. 12BE6 oscillator and mixer. 
12BA6 IF amplifier and BFO. 
12AV6 detector and audio amplifier, 
‘50C5 audio output. 


Power Supply... ... cece cee cre cee eae Silicon diode used as a half-wave rectifier in 
conjunction with a power transformer, 

Power Requirements,............04. oe 105-125 volts, 50/60 eps AC, 30 watts, 

Dimensions... 0.1... cee e eee esa eee 12-1/4" wide x 5-1/4" high x 8-1/4" deep. 

Net Weight........ tied anes dian ecere & eeeee 9 lbs, 


Shipping Weight... ..........0cceceeee . 15 Ibs. 
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INTRODUCTION 


The HEATHKIT ModelGR-91 General Coverage 
Receiver is designed primarily for the general 
radio listener that is interested in shortwave 
as well as the standard broadcast band. 


The frequency range of the Receiver is from 
550 ke to 30 mc in four overlapping bands; 
standard broadcast band, plus three shortwave 
bands, A logging scale plus amateur andforeign 
broadcast frequencies are indicated on the dial. 


The Receiver features a signal strength "'S" 


meter, electrical BAND SPREAD for all four 
bands, BFO control, Selector Switch, headphone 
jack, and a 3 x 5" weatherproof speaker, 


A large printed circuit board is used for circuit 
stability and for ease of construction, The trans- 
former-operated power supply uses a silicon 
rectifier for less heat and more efficiency. 


The low-silhouette styling and aqua - beige color 
combination will prove an attractive addition to 
any surroundings. 


RADIO 
TRANSMITTER RECEIVING 
ANTENNA ANTENNA 


TRANSMITTER 


MICROPHONE 


Radio ig a means of sending information through 
space from one point to another, without any 
wires connecting the two points, The information 
may be either a sound wave produced by the 
voice or orchestra, or a wave so interrupted 
that it is broken into a combination of long and 
short groups that correspond to the characters 
of the Morse code, 


When an announcer speaks into a microphone in 
a radio broadcast station, the sound waves 
created by his voice are picked up by the micro- 
phone and changed into electrical impulses, The 
weak electrical impulses from the microphone 
are then fed into a transmitter, The transmitter 
amplifies the weak signals from the microphone 
and transforms them into an electrical form that 
can be fed to a broadcast antenna and radiated 
through space, Similarly, when the amateur 
radio operator talks into a microphone, the 
weak electrical impulses from the microphone 
are fed into a transmitter, The signal from the 
transmitter is then fed into an antenna and 
radiated through space. 


DETECTOR 


AUDIO 
AMPLIFIER 


When these electrical signals leave the trans- 
mitting antenna, they are called radio waves. 
They spread out in all directions, or they may 
be beamed in one direction, depending on the 
type of transmitting antenna used, 


SPEAKER 


A receiver antenna picks up a small part of these 
radio waves and feeds it into the receiver in the 
form of an electrical signal, Before this signal 
can enter the receiver, the receiver must be 
tuned to the transmitted signal. 


A receiver must separate one station from an- 
other. This is accomplished with tuned circuits 
which select one station and reject allothers. 
After tuning to the desired radio signal, the 
radio reduces the frequency of the incoming 
signal to a constant, intermediate, frequency 


signal, 


The process of obtaining this frequency con- 
version requires three functions; oscillation, 
mixing, and detection. An oscillator circuit, 
generally called a local oscillator, sets up a 


rears (se eee) 


signal that differs in frequency from the signal 
frequency. A mixer is required to obtain a new 
intermediate frequency by combining the signal 
frequency with that of the local oscillator 
through heterodyne or mixing action, 


When the incoming radio signal and the oscillator 
signal are combined, the output of the mixer 
contains many frequencies. The output of the 
mixer is fed directly to a highly selective 
amplifier, called an intermediate frequency or 
IF amplifier. This IF amplifier accepts only 
one frequency, amplifies it, and rejects all 
other frequencies, From the IF amplifier the 


signal is fed to the audio detector. 


The audio detector separates the audiofrequency 
signal from the IF carrier signal, Therefore, 
the output of the audio detector is an audio sig- 
nal, This is where the announcer's voice, or the 
orchestra is restored to its original form, This 
signal is very weak. 


From the audio detector the audio signal is fed 
to an audio amplifier which amplifies the signal 
so it can drive headphones or a loudspeaker, 
The loudspeaker converts the electrical audio 
signal into sound waves that can be heard, 


CIRCUIT DESCRIPTION 


RECEIVING 
ANTENNA 


FREQUENCY 
CONVERSION 


LOCAL 
OSCILLATOR 


SELECTION 


Refer to the Schematic and Block Diagrams to 
more thoroughly understand the following de- 
scription, 


Assuming the BAND switch to be setfor Band A, 
the signal from the antenna is applied through the 
BAND switch, coil L4, again through the BAND 
switch, and is then coupled across capacitor 
C11 and resistor R1 to the grid oftube V1. Tube 
Vi is a combination oscillator and mixer. 


This tube heterodynes or mixes the incoming sig- 
nal frequency with the oscillator frequency to ob- 
tain a difference frequency of 455 kc. The posi- 
tion of the BAND switch determines which coils 
and capacitors are used in the oscillator circuit, 
These coils and capacitors, including the MAIN 
TUNING capacitor, are used to set the oscillator 
frequency 455 ke higher than the desired radio 


IF 
AMPLIFICATION 


AUDIO AUDIO 
DETECTOR AMPLIFIER 


station frequency, The difference frequency 
of 455 ke is calied the intermediate frequency or 
IF signal. 


The signal from the plate of tube V1 is applied 
through the first IF transformer, IF-1, to the grid 
of tube V2, IF-1 selects only the 455ke IF signal 
and tube V2 amplifies this signal, Tube V2 also 
acts as a Beat Frequency Oscillator (BFO) to 
provide an audible signal for Carrier Wave (CW) 
or Single Side Band (SSB) reception. From the 
plate of tube V2 the signal is applied through 


IF-2, which further improves the selectivity of 


the receiver, to tube V3. 


Tube V3 is a combination detector, audio ampli- 
fier and Automatic Noise Limiter (ANL)..This 
tube detects the audio signal from the IF signal 
and amplifies this audio signal. The amount of 


SPEAKER 


, 


Pea 


Sv) 


ANTENNA 
TERMINAL 
7 ul 
3000 740 il 
ANT COIL 
ANT COIL 
ANT COIL 
ANT COIL 


' 
BAND SWITCH 
as 


A D 


WAFER B 


TRIMMER Lé 
n 


BAND 0 OSC COIL 
BAND C OSC COIL 
BAND B OSC COIL 
BAND A OSC COIL 


v3 NOISE LIMITER 
OFF 


T2 JACK 


SPEAKER 


SIGNAL. 
STRENGTH 
METER 


GENERAL COVERAGE RECEIVER 


MODEL GR-9 
NOTES: 


ROTARY SWITCHES IN POSITION SHOWN BY FRONT PANEL MARKINGS. 
ROTARY SWITCHES VIEWED FROM FRONT PANEL. 

ALL RESISTORS ARE 1/2 WATT UNLESS SPECIFIED OTHERMIEE. 

ALL RESISTOR VALUES ARE IN OHMS, K = 1000 MEG = 

ALL CAPACITOR VALUES ARE IN fd UNLESS SPECIFIED D OTHERWISE. 


CCINDICATES VOLTAGE READING. 


ALL VOLTAGES ARE DC, MEASURED FROM POINT INDICATED TO CHASSIS. 

VOLTAGES MAY VARY 210%, 

VOLTAGES MEASURED WITH BFO-OFF, ANL-OFF. 

READINGS WERE TAKEN WITH AN 11 MEGOHM INPUT VTVM, . 
SHIELDED WIRES SHOWN ARE TWISTED PAIRS OF HOOKUP WIRE. 
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audio signal that is fed to tube V3 is controlled 
by VOLUME control R16, From tubeV3 the audio 
signal is then coupled through capacitor C23 
to the grid of tube V4, Tube V4 further ampli- 
fies this audio signal and feeds ittothe speaker, 


The power supply uses silicon diode CR1 as a 
half-wave rectifier in conjunction with power 
transformer T1, Filtering of the DC voltages is 
provided by resistors R21 and R22, and capaci- 
tors C24A, C24B, and C24c, 


CONSTRUCTION NOTES 


This manual is supplied to assist you in every 
way to complete your kit with the least possible 
chance for error, The arrangement shown is 
the result of extensive experimentation and 
trial. If followed carefully, the result will be a 
stable instrument, operating at a high degree 
of dependability, We suggest that you retain the 
manual in your files for future reference, both 
in the use of the instrument and for its main- 
tenance, 


UNPACK THE KIT CAREFULLY AND CHECK 
EACH PART AGAINST THE PARTS LIST. In so 
doing, you will become acquainted with the parts, 
Refer to the charts and other information onthe 
inside covers of the manual to help you identify 
the components, If some shortage or parts 
damage is found in checking the Parts List, 
please read the Replacement section and sup- 
ply the information called for therein. Include 
all inspection slips in your letter to us. 


Resistors generally have a tolerance rating of 
10% unless otherwise stated in the Parts List, 


Most kit builders find it helpful to separate the 
various parts into convenient categories. Muffin 
tins or molded egg cartons make convenient 
trays for small parts, Resistors and capaci- 
tors may be placed with their lead ends in- 
serted in the edge of a piece of corrugated 
cardboard until they are needed, Values can 
be written on the cardboard next to each 
component. The illustration shows one method 
that may be used, 


Tolerances on capacitors are generally even 
greater, Limits of +100% and -20% are common 
for electrolytic capacitors. 


We suggest that you do the following before work 
is started: 


1. Lay out all parts so that they are readily 
available, 


2. Provide yourself with good quality tools, 
Basic tool requirements consist of ascrew- 
driver with a 1/4" blade; a small screw- 
driver with a 1/8" blade; long-nose pliers; 
wire cutters, preferably separate diagonal 
cutters; a pen knife or a tool for stripping 
insulation from wires; a soldering iron (or 
gun) and rosin core solder, A set of nut 
drivers and a nut starter, while not neces- 
sary, will aid extensively in construction of 
the kit. 


—3¢ Beene 


PART PARTS 


No. Per Kit 
Resistors 
©1-3 4 
1-66 1 
1-42 1— 
1-9 le 
1-22 len 
1-25 le 
1-60 te 
1-29 1 
1-33 Qu 
1-37 1 
1-38 1 
1-40 1 
@1A-11 re 
1A-18 1 
1A-2 yi 
@1B-13 1° 
( 8E-14 1 
(8) 9-7 le 


PARTS LIST 


The circled numbers in the Parts List are 
keyed to the circled numbers on the parts 
drawings to aid in parts identification. 


DESCRIPTION 


100 2 1/2 watt 
(brown-black-brown) 
150 2 1/2 watt 
(brown-green- brown) 
270 2 1/2 watt 
(red-violet- brown) 
1000 2 1/2 watt 
(brown-black- red) 
22 KQ 1/2 watt 
(red-red-orange) 

47 KQ 1/2 watt 
(yellow-violet-orange) 
68 KQ 1/2 watt 
(blue-gray- orange) 
220 KQ 1/2 watt 
(red-red-yellow) 

470 KQ 1/2 watt 
(yellow-violet- yellow) 
2.2 megohm 1/2 watt 
(red-red-green) 

3.3 megohm 1/2 watt 
(orange-orange-green) 
10 megohm 1/2 watt 
(brown-black-blue) 
10 Q 1 watt 
(brown-black-black) 
150 & 1 watt 
(brown-green- brown) 
1000 Q 1 watt 
(brown-black-red) 
220 2 2 watt 
(red-red-brown) 


600 2 5 watt, wire-wound 


880-100 2, glo-bar 


PART PARTS 
No. Per Kit 
Capacitors 
21-86 17 
21-9 2" 
© 21-22 1 
20-34 1s 
@ 20-35 1 
20-57 Ww 
21-27 2 
21-16 Te 
21-31 27 
25-120 1 
(8) 31-8 3-7 
26-66 1 
@) 26-64 1” 
26-81 1~ 


DESCRIPTION 


75 wuf disc, NPO 

100 uf disc, N750 

220 wut disc 

350 pyf mica (,00035) 

910 uf mica (.00091) 

2000 wuf mica (,002) 

-005 pid disc 

-01 ufd disc 

.02 pid disc 

60-40-40-20 yfd at 150, 150, 
150, and 25 V, electrolytic 
1-10 ppt plastic trimmer 
5.9 wuf variable 

21 upf variable 

2-gang variable 


Controls-Switches 


@ 10-75 
@ 19-70 


1 
Le 


500 & control, tab mounting 
2.5 KQ control with SPST 
switch normally closed 
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PART PARTS DESCRIPTION PART PARTS DESCRIPTION 
No. Per Kit No. Per Kit 
Controls-Switches (cont'd,) Terminal Strips-Sockets 
19-26 le 1 megohm control withSPST {¢) 431-8 Lee 3-screw terminal strip 
switch (7) 431-38 1— 3-lug terminal strip 
7) 60-1 1 SPST slide switch 431-5 1 4-lug terminal strip 
63-53 1 3-position rotary switch 431-11 1- 5-lug terminal strip 
63-286 1 4-position, 2-section rotary 434-42 lu Phono socket 
switch 434-80 a0 7-pin tube socket with 
shield clip 
434-112 ar 7-pin tube socket without 
shield clip 
434-98 a- Pilot lamp socket with leads 
436-4 de Phone jack 


Packaged coil set (#141-25) 
Consisting of: 


(2) 40-393 1 Band A antenna coil 
40-397 1 Band A oscillator coil 
40-394 1 Band B antenna coil Insulators- Wire 
40.398 1 Band B oscillator coil 73-1 I— 3/8" rubber grommet 
40-395 1 Band C antenna coil 73-4 5. 5/16" rubber grommet 
40-399 1 Band C oscillator coil 89-1 1- Line cord 
40-396 1 Band D antenna coil 340-20 1 Length #20 bare wire 
40-400 1 Band D oscillator coil 344-1 27 Lengths #22 hookup wire 
(1 black, 1 white) 
347-2 1 Length 300 & twin lead 
Hardware 
204-9 2 Angle bracket 
Chokes-Transformers (8) 250-8 10 #6 x 3/8" sheet metal screw 
45-27 1-30 wh RF choke (9) 250-89 49 6-32 x 3/8" screw 
51-83 L- Output transformer 250-116 84 6-32 x 1/4" screw (black) 
@ 52-47 2-455 ke IF transformer @) 250-56 3 6-32 x 1/4" screw 
54-121 L- Power transformer 
(jee @ (reas (3) fie 0 (bss a 
250-7 2 6-32 x 3/16" screw 
03 250-16 2 8-32 setscrew 
@ a @ 250-100 2 6-32 setscrew 
oa 20 a 
Diode-Tubes- Lamps : 
57-27 1 Silicon diode, 500 ma 252-340 6-32 nut 
411-50 1 12BE6 tube 252-7 6 Control nut 
411-51 vo 12BA6 tube © 252-22 4 #6 speednut 
411-52 1-~  12AV6 tube 
411-155 1' - 50C5 tube (©) Hey 
412-1 2. #47 lamp ® - 
a+ 6) 253-10 1 Control flat washer 
eS 253-11 1 E ring 


PART PARTS 
Per Kit 


No, 


Hardware (cont'd,) 
253-45 6 - 

@ 254-5 5 - 
(2) 254-1 45 - 
255-2 3 
258-1 1 
259-1 5 
(3) 259-10 1 
453-111 1 
454-12 1 
455-13 1 


DESCRIPTION 


1/2" flat washer 
Control lockwasher 
#6 lockwasher 
3/16" spacer 

Dial cord spring 
#6 solder lug 
Control solder lug 
Shaft 

Flywheel 

Brass bushing 


Speaker-Meter- Knobs 


401-40 i 
407-77 1 
462-140 267 
462-159 5 


Metal Parts 
90-M201F 1.7 
100-M353-F612 
de. 
200-M325-F615 
to 


@204-M442 1+ 
204-M443 1° 
205-M332 1-—~ 
205-M333-F611 

te 


3" x 5" speaker, 8 2 
Meter, 0-1 ma 
Large knob 

Small knob 


Cabinet cover 

Dial back plate 

Chassis 

Switch mounting bracket 


Capacitor mounting bracket 
Bottom plate 


Front panel 


PART PARTS 
No, Per Kit 
Miscellaneous 
75-24 | all 

85-38 1 

94-382 i 
(1100-M70) 1-~ 
(3100-M351 1— 

100-M352 1 


206-77 au" 
207-4 i 
8) 260-27 a- 


261-16 27 
261-17 2 
463-30 1-7 
464-20F 614-655 


1 - 
490-1 l= 
331-6 
595-492 1 


DESCRIPTION 


Line cord strain relief 
Circuit board 

Rear cover 

Dial drum 

Band spread dial 
Dial cord 

Tube shield 

Plastic clamp 
Meter clip 

Plastic feet 
Tapered plastic feet 
Dial pointer 


Dial window 
Alignment tool 
Solder 

Manual 
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CRIMP WIRES 


Only a small percentage of HEATHKIT equip- 
ment purchasers find it necessary to return an 
instrument for factory service, Of these instru- 
ments, by far the largest portion of malfunctions 
are due to poor or improper soldering. 


If terminals are bright and clean and free of wax, 
frayed insulation and other foreign substances, 
no difficulty will be experienced in soldering, 
Correctly soldered connections are essential if 
the performance engineered into a kit is to be 
fully realized, H you are a beginner with no 
experience in soldering, a half hour's practice 
with some odd lengths of wire may be a worth- 
while investment. 


For most wiring, a 30 to 100 watt iron or its 
equivalent in a soldering gun is very satisfactory. 
A lower wattage iron than this may not heat the 
connection enough to flow the solder smoothly 
over the joint, Keep the iron tip clean and bright 
by wiping it from time to time with a cloth, 


CHASSIS WIRING AND SOLDERING 


1, Unless otherwise indicated, all wire used 
is the type with colored insulation (hookup 
wire); the size of the conductor is the same 
for all colors of hookup wires furnished with 
this kit, In preparing a length of hookup wire, 
1/4" of insulation should be removed from 
each end unless directed otherwise in the 
construction step, 


2. To avoid breaking internal connections when 
stripping insulation from the leads of trans- 
formers or similar components, care should 
be taken not to pull directly on the lead, In- 


HEAT CONNECTION APPLY SOLDER ALLOW SOLDER 


PROPER SOLDERING TECHNIQUES 


- 


“3 


PROPER SOLDER 


TO FLOW CONNECTION 


stead, hold the lead with pliers while it is: 
being stripped, 


3, Leads on resistors, capacitors and similar 
components are generally much longer than 
they need to be to make the required con- 
nections, In these cases, the leads should be 
cut to proper length before the part is added 
to the chassis, In general, the leads should 
be just long enough to reach their termin- 
ating points, 


4. Crimp or bend the lead (or leads) around the 
terminal to form a good joint without re- 
lying on solder for physical strength. If 
the wire is too large to allow bending or if 
the step states that the wire is not to be 
crimped, position the wire so that a good 
solder connection can still be made. 


5. Position the work, if possible, so that gravity 
will help to keep the solder where you want 
it. 


6. Place a flat side of the soldering iron tip 
against the joint to be soldered until it is 
heated sufficiently to melt the solder, 


7. Then place the solder against the heated 
terminal and it will immediately flow over 
the joint; use only enough solder to thor- 
oughly wet the junction, It is usually not 
necessary to fill the entire hole in the 
terminal with solder, 


8. Remove the solder and then the iron from 
the completed junction, Use care not to move 
the leads until the solder is solidified, 
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A poor or cold solder joint will usually look 
crystalline and have a grainy texture, or the 
solder will stand up in a blob and will not have 
adhered to the joint. Such joints should be re- 


Hes THEIT 


heated until the solder flows smoothly over the 
entire junction, In some cases, it maybe neces- 
sary to add a little more solder to achieve a 
smooth bright appearance, 


ROSIN CORE SOLDER HAS BEEN SUPPLIED WITH THIS KIT. THIS TYPE OF SOLDER 
MUST BE USED FOR ALL SOLDERING IN THIS KIT. ALL GUARANTEES ARE VOIDED 


AND WE WILL NOT REPAIR OR SERVICE EQUIPMENT IN WHICH ACID CORE SOLDER 
OR PASTE FLUXES HAVE BEEN USED, IF ADDITIONAL SOLDER IS NEEDED, BE SURE 
TO PURCHASE ROSIN CORE (60:40 or 50:50 TIN- LEADCONTENT) RADIO TYPE SOLDER. 


CIRCUIT BOARD WIRING AND SOLDERING 


Before attempting any work on the circuit 
boards, read the following instructions carefully 
and study the Figures, It is only necessary to 
observe the following basic precautions to insure 
proper operation of the unit the first time it is 
turned on, 


Proper mounting of components on the board is 
essential for good performance. A good general 
rule to follow is that all components on the 
board should be mounted tightly to the board, 
unless instructions state otherwise, All leads 
should be kept as short as possible to mini- 
mize the effects of stray capacity in the wiring. 
Proper and improper methods of mounting are 
illustrated in the accompanying Figures, 


NOTE: Exercise care not to damage resistors 
or capacitors when bending the leads as shown, 


BEND LEAD 
CLOSE TO 
BOD 


SOLDER ON 
LEAD ONLY 


ry 


NO CONNECTION #2 
oe 


Tubular capacitors and resistors will fit proper- 
ly if the leads are bent as shown. Disc ca- 
pacitors will generally fit in place with no lead 
preparation other than determining that the 
leads are straight, Components with lugs nor- 
mally require no preparation unless the lugs 
appear to be bent, in which case they can be 
straightened with pliers, 


Parts should be inserted as instructed, and the 
leads bent outward slightly, as illustrated, to 
lock them in place, 


Components will be soldered in groups; after 
a group of components have been installed, 
instructions will be given to solder them, When 
the components have been soldered, diagonal 
cutters may be used to cut off the excess leads 
close to the board, 


Seat ly PROPER SOLDER 


INLY CONNECTION wit 
gies WAS MOVED ~ SBS 
BEFORE SOLDER “Ss SILT 
HARDENED Aes 
: NO LEAD er ay 


xk52 SOLOER AND LEAD BRIDGES 


Sq searunit 


ALIGN SOCKET PINS WITH 
MOUNTING HOLES 


Qs 


The actual technique of soldering leads to a 
circuit board is quite simple. Position the tip 
of the soldering iron so that it firmly contacts 
both the circuit board foil and the wire or lug 
to be soldered, as shown, The iron should be 
held so that solder is not likely to flow to ad- 
jacent foil conductors or connections. The solder 
should immediately be placed between the iron 
and the joint to be soldered, Remove the length 
of solder as soon as its end begins to melt and 
flow onto the lead and foil. Hold the tip of the 
iron in place only until the solder begins to flow 
outward over the foil; then remove the iron 
quickly, 


Avoid overheating the connection, A soldering 
pencil or small iron (approximately 30 watts) 
is ideal for use in circuit board work, If only 
a high wattage iron or soldering gun is avail- 
able, precautions must be taken to avoid circuit 
board damage due to overheating and excess 
solder, 


The use of excessive amounts of solder will 


PLACE PINS INTO 
MOUNTING HOLES 
MAKE SURE HOOKS ARE ON BOARD 
SEATED IN HOLES 

BEFORE PRESSI 
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APPLY PRESSURE EVENLY 
UNTIL SOCKET 1S TIGHT 


increase the possibility of bridging between foil 
conductors or plugging holes which are to be 
left open for wires which may be added later 
on, If solder is accidentally bridged across 
insulating areas between conductors, it can be 
cleaned off by heating the connection carefully 
and quickly wiping or brushing the solder away 
with a soft cloth or clean brush, Holes which 
become plugged can be cleared by heating the 
area immediately over the hole while gently 
pushing the lead of a resistor through the hole 
from the opposite side, and withdrawing the 
lead before the solder rehardens, Do not force 
the lead through; too much pressure before the 
solder has time to soften may separate the 
foil from the board, 


In cases where foil does become damaged, re- 
pairs can usually be made with little difficulty. 
A break in the foil can be rejoined with a small 
piece of bare wire soldered across the gap, or 
between the foil and the lead of a component, 
"Hairline" breaks can usually be repaired by 
bridging them with a small amount of solder. 


3 Be eertaase 


STEP-BY-STEP PROCEDURE 


The following instructions are presented in a 
logical step-by-step sequence to enable you to 
complete your kit with the least possible con- 
fusion, Be sure to read each step all the way 
through before beginning the specified operation, 
Also read several steps ahead of the actual step 
being performed, This will familiarize you with 
the relationship of the subsequent operations, 
When the step is completed, check it off in the 
space provided, This is particularly important 
as it may prevent errors or omissions, espe- 
cially if your work is interrupted. Some kit 
builders have also found it helpful to mark each 
lead in colored pencil on the Pictorial as it is 
added, 


The fold-out diagrams in this manual may be 
removed and attached to the wall above your 
working area; but, because they are an integral 
part of the instructions, they should be returned 
to the manual after the kit is completed. 


In general, the illustrations in this manual 
correspond to the actual configuration of the 
kit; however, in some instances the illustra- 


tions may be slightly distorted to facilitate 
clearly showing all of the parts, 


The abbreviation "'NS" indicates that a con- 
nection should not be soldered yet as other 
wires will be added. When the last wire is 
installed, the terminal should be soldered and 
the abbreviation "'S" is used to indicate this. Note 
that a number will appear after each solder 
instruction, This number indicates the number of 
leads that are supposed to be connected to the 
terminal in point before it is soldered, For 
example, if the instruction reads, "Connect a 
lead to lug 1 (S-2)," it will be understood that 
there will be two leads connected to the terminal 
at the time it is soldered, (Incases where a lead 
passes through a terminal or lug and then con- 
nects to another point, it will count as two leads, 
one entering and one leaving the terminal.) 


The steps directing the installation of resistors 
include color codes to help identify the parts. 
Also, if a part is identified by a letter-number 
designation on the Schematic, its designation 
will appear at the beginning of the construction 
step which directs its installation, 
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STEP-BY-STEP ASSEMBLY 


PARTS MOUNTING 


Refer to Pictorial 1 (fold-out from Page 6) 
for the following steps. 


(“7 Position the chassis as shown, 
(Ly Locate the four speednuts and insert one 
in each cutout in the ends of the chassis, as 


shown, The flat side of each speednut should 
face outward, 


(-} Install 5/16" rubber grommets at AA andCCc, 
(‘4 Install the 3/8" rubber grommet at BB, 
(4 Referring to Figure 1, installa 3-lug termi- 


nal strip at N. Use a 6-32 x 3/8" screw, 
#6 lockwashers, and a 6-32 nut. 


i) 6-32 NUT 
° #6 LOCKWASHER 


CKWASHER 


6-32 x3/8" SCREW 


Figure 1 


(v) R13. Install the tab mounting control (#10- 
75) at Q as shown in Figure 2, 


(71 Referring to Figure 3, install a 3-lug 
screw-type terminal strip and a #6 solder 
lug at W. Use 6-32 x 3/8" screws, #6 lock- 
washers, and 6-32 nuts, The solder lug goes 
on the mounting screw nearest hole U, 


on. bins | R LUG 
~ iN 


3 


6-32 43/8" SCREW 


BL 
6-32” NUT 
#6 LOCKWASHER 


" \ 
* nore SG 
RETAINING TABS 


MUST BE POSITIONED 
TOWARD CHASSIS 


“ag BOTTOM 


Figure 3 


( 4 install the phono socket at X, using 6-32 x 
3/8" screws, #6 lockwashers, and 6-32 nuts 
as shown in Figure 4. 


6-32 NUT——®) 


Figure 4 


(“7 Install the slide switch at Y, using two 6-32 
x 3/8" screws, No lockwashers or nuts are 
used, Position the switch as shown in Pic- 
torial 1. 


ORIENT CONTROL TO PROPER 
POSITION, INSERT TABS INTO 


Twist TABS 1/4 TURN 


Figure 2 
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CIAL BACK 
PLATE 


6-32 3/8" SCREW 


BUSHING 


CONTROL LOCKWASHER 


CONTROL NUT. 


ewe LOCKWASHER 


or NUT 


4-LUG TERMINAL STRIP 


(vJ Referring to Figure 5, install the phone jack capacitor frame and the chassis, as shown 
at Z, using acontrol lockwasher, flat washer, in Figure 6. 
and nut, Position as shown, 


CONTROL NUT 


CONTROL 8-32 
LOCKWASHER SETSCREW 


CONTROL 
FLAT WASHER 


VARIABLE 


ahs ins EES" 
we C9. Install a variable capacitor (#26-66) at sche? 
M, Use three 6-32 x 3/8" screws and three Bano serene 


3/16" spacers. The spacers go between the Figure 6 


Gag HE4THEIT 


( Locate the round plastic dial (4100-M351) 
and install an 8-32 setscrew in the bushing. 
Now install the plastic dial on the capacitor 
shaft at M. The bushing should be toward 
the chassis, Do not tighten the setscrew yet. 


(-7 Referring to Figure 7, install the dial back 
plate on top of the chassis and a 4-lug termi- 
nal strip under the chassis at J as shown. 
Use three 6-32 x 3/8" screws, four #6 
lockwashers, and three 6-32 nuts. Be sure 
the right-hand end of this plate sets flush 
against the front of the chassis, 


(% Install a brass bushing in the top hole in the 
dial back plate, using a control lockwasher 
and a control nut as shown, 


( 4 Make sure the plates of variable capacitor M 
are fully meshed. Position the round plastic 
dial on the capacitor shaft so that the #0 is 
centered inthe rectangular cutout and tighten 
the setscrew, Make sure the plastic dial 
does not rub against the dial back plate, 


(/4 Install the 3-position rotary switch (#63- 
53) at S1 inside the chassis and the large 


Figure 8 


plastic dial plate onthe outside of the chassis 
as shown in Figure 8. Use a control lock- 
washer and nut but do not mount the front 
panel or tighten the nut at this time. 


Oe ie: Mount variable capacitor (#26-64) at K 


on the inside of the chassis and the large 
plastic dial plate on the outside of the chas- 
sis as shown in Figure 8, Use three 6-32 
x 1/4'' screws, Do not overtighten these 
screws as the plastic may crack, 


Remove the nut on switch $1 and install the 
front panel over the plastic dial plate onthe 
front of the chassis. Replace the nut on 
switch S1 and tighten, Position this switch 
as shown in Pictorial 1, 


( ) RQ. Install a 2800 & control (#19-70) at H 


using a control lockwasher and nut as 
shown, 


( R16. Similarly, install a 1 megohm control 


(#19-26) at F. Temporarily set the chassis 
aside for use later. : 


CONTROL 
LOCKWASHERS 


- 
CONTROL 
NUTS 


FRONT PANEL 


PLASTIC 
DIAL PLATE 
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CIRCUIT BOARD ASSEMBLY 


Refer to Circuit Board Wiring And Soldering 
on Page 10 before proceeding. 


Refer to Figure 9 for the following steps. 


(_) Install two 7-pin tube sockets with shield 
clip, at locations V2 and V3, On each 
socket, solder all eight connections and 
the center post to the foil. 


( ) Install two 7-pin tube sockets without shield 
clip at V1 and V4, Solder ail seven con- 
nections to the foil. 


(—3+ ae 


NOTE: Do not use any of the black hookup 
wire until it is specifically called for. All 
resistors are 1/2 watt unless specified other- 
wise, Do not solder any of the leads until told 
to do so, 


The step numbers correspond to the numbers on 
Figure 9, 


1. (YRS, 22 Ka (red-red-orange) resistor. 


2. (,) 48. 30 wth choke, 


3. (7 R4, 150 Q (brown-green-brown) re- 
sistor. 
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4. 


17, 


18, 


19, 


20, 


21, 


(f' R42. 470 KQ (yellow-violet-yellow) re- 
sistor. 


3 (f c12. 75 uyf disc capacitor. 


( 4 cit. 220 ppt dise capacitor, 


(WRI. 100 & (brown-black-brown) re- 
sistor. 


(VF C10, .005 fd disc capacitor, 


(4 C14, .01 fd dise capacitor. 


F (Vf C7, .005 wid disc capacitor. 


. (WY C1. .002 mfd mica capacitor, 


( y’c2, 910 mmf mica capacitor. 


. 4022, .02 pfd disc capacitor. 


( cs: 850 mmf mica capacitor, 


(VW R22, 220 Q (red-red-brown) 2 watt 
resistor. Leave a 1/8" space between 
the body of this resistor andthe circuit 


Vy ahs 

(V) R21, 10 2 (brown-black-black) 1 watt 
resistor, Leave a 1/8" space between 
the body of this resistor and the cir- 
cuit board, 


eae CR1 Diode. Be sure to position the 
diode marking as shown, 


( Vf nao, 150 Q (brown-green-brown) 1 watt 
resistor, Leave a 1/8" space between 
the body of this resistor and the cir- 
cuit board, 


4 C16, .01 ufd disc capacitor. 


( R3. 2.2 megohm (red-red-green) re- 
sistor. 


( ve R11. 3.3 megohm (orange-orange-green) 
resistor, 


22, 
23. 


24, 


25. 


26, 


27, 


36. 
37, 


( 4 cis, -01 pid disc capacitor, 
( Wt /4" jumper, Use white hookup wire. 


(C18, R8, Connect a .02 fd dise ca- 
pacitor and a 270 © (red-violet-brown) 
resistor as shown, Now install this 
combination on the circuit board, 


‘sounen 
(RE. 100 Q (brown-black-brown) re- 
sistor. 


(SE R10, 47 KQ (yellow-violet-orange) re- 
sistor. 


( pat, 100 Q (brown-black-brown) re- 
sistor. 


( C21, 100 ppt disc capacitor, 
(C19. .01 fd disc capacitor. 
(U4 C20, 100 pf dise capacitor, 


(R117. 100 Q (brown-black-brown) re- 
sistor, 


( ee 220 KQ (red-red- yellow) resistor, 
( ) C23, .01 yfd disc capacitor. 


( WR9. 470 KQ (yellow-violet-yellow) re- 
sistor, 


(A na5. 10 megohm (brown-black-blue) 
resistor. 


(4 C25. .01 pid dise capacitor. 


( ) R23. 1000 @ (browmblack-red) 1 watt 
“resistor. 


( ) Solder and cut off the excess leads of all 
the components. The remaining jumper and 
capacitor will be installed later, 
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The "L" and "IF" numbers in the following 
steps correspond to the "L" and "IF" numbers 
on the circuit board. 

(-} Li. Band D antenna coil (#40-396), 

(-) L2. Band C antenna coil (#40-395), 

(~) L3, Band B antenna coil (#40-394), 

(/) L4. Band A antenna coil (#40-393). 

(7 L5, Band D oscillator coil (#40- 400). 

(-} L6. Band C oscillator coil (#40-399). 

( -+ LY. Band B oscillator coil (#40-398). 

(7 L8. Band A oscillator coil (#40-397). 


( ) Ir-1. IF transformer, Note the wider spaced 
pins. 


(AV IF-2. IF transformer. Note the wider spaced 
pins. 


( )Solder the six lugs on each IF transformer 
and the five lugs on each of the eight coils, 


() Refer to Pictorial 1 and install the circuit 
board under the chassis, using sixteen 6-32 
x 3/8" screws, #6 lockwashers, and 6-32 
nuts, Prepare the plastic clamp as shown 
in Figure 10 and install it under the mounting 
screw at R on the circuit board, 


6-32 NUT 


6 LOCKWASHER 


ig 
i 6-32x 3/8" SCREW 


Figure 10 
CHASSIS WIRING 
T1. Cut the leads of the power transformer 


(#54-121) to the following lengths (measured 
from the exit of the transformer): 


HEATHHIT 
COLOR LENGTH 
( £ Either black 2-1/4" 
( 4 Other black 3" 
(4 Both red 2-3/4" 


( strip 1/4" insulation from the end of each 
lead and tin, "Tin" means to melt a small 
amount of solder on the exposed lead end. 


( T1. Mount the power transformer on top of 
the chassis at T1 (making sure allfour leads 
go through grommet BB), and mount a 5-lug 
terminal strip at S under the chassis, Use 
two 6-32 x 3/8" screws, three #6 lock- 
washers, and two 6-32 nuts, as shown in 
Figure 11, Position the terminal strip as 
shown in Pictorial 1. 


“6-32 NUTS 
#6 LOCKWASHER 
S-LUG TERMINAL STRIP 


TRANSFORMER 


6-32xare'screm if] 


Figure 11 


The power transformer leads will be connected 
in the next three steps. See Pictorial 1, 


(7 Connect the longest black lead coming 
through grommet BB to lug 5 of terminal 
strip S (NS). 


(4 Connect the remaining black lead coming 
through grommet BB to lug 1 of terminal 
strip S (NS). 


(-J Twist the two red leads together and con- 
nect either lead to lug 3 (NS) and the other 
lead to lug 2 (NS) of terminal strip S. 


(,) T2, Cut the leads of the output transformer 
(#51-83) to the following lengths: 


COLOR LENGTH 
( W’Red 1-5/8" 
(_+ Blue Q" 
(7 Both black do not cut 


( 4 Strip 1/4" of insulation from the end of each 
insulated lead and tin, 


(“J T2. Mount the output transformer at T2 on 
top of the chassis with a #6 solder lug at DD 
as shown in Pictorial 2 (fold-out from Page 
33). Use two 6-32 x 3/8" screws, two #6 
lockwashers, and two 6-32 nuts, The #6 
solder lug goes on top of the chassis, under 
the mounting screw at DD. Insert one of 
the black leads through grommet CC, The 
black leads should be on the outside edge 
of the chassis. 


NOTE: The purpose of using twisted pairs of 
hookup wire is to provide shielding for signal 
carrying leads and the cancellation of hum in 
the filament and AC leads, Best results will be 
obtained in the following steps if the wires are 
twisted approximately 3 complete turns per inch. 
See Figure 12, The wires may be twisted by hand 
or with a drill as shown, Ef a drill is used, be 
careful not to twist the wires too tightly. 


Figure 12 


() Cut the white hookup wire to the same length 
as the black hookup wire. Now twist these 
two lengths together as shown in Figure 12, 


NOTE: When making a connection with hookup 
wire, 1/4" of insulation should be removed unless 
directed otherwise in the step, 
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In the following steps you may wish to cut the 
lengths of wire ahead of time. The lengths of 
hookup wire needed for the wiring steps are 
listed at the beginning of each section. Use the 
white insulated hookup wire unless bare or 
twisted wire is specified. Arrange the wires in 
the sequence listed. This will save time in 
performing the wiring steps. 


The lengths of twisted wires needed in the follow- 
ing steps are: 


( X 6" twisted pair, 

(_¥ 25" twisted pair. 

(p 19-1/2" twisted pair. 

() 12-1/2" twisted pair. 

( p 15" twisted pair. 

() 12" twisted pair. 

( # 14" twisted pair. 

( # 12-1/2" twisted pair. 

( ff 10" twisted pair. 

(4 12" twisted pair. 

(/) Insert one end of a 6" twisted pair through 
grommet AA from the bottom of the chassis 
to be connected later. 

ih At the other end of this twisted pair, con- 
nect the white wire to lug 2 of control Q 
(S-1) and the black wire to lug1 of terminal 
strip N (NS). 

NOTE: Refer to Pictorial 1 and the top of the 

circuit board when wiring the bottom of the 

circuit board, This will facilitate locating the 
holes as they are wired in the following steps, 

( At one end of a 25" twisted pair, connect the 
white wire to lug 2 (S-2) and the black wire 

_ to lug 3 (S-2) on terminal strip 8, 

W) At the other end of this twisted pair, con- 
nect the black wire to hole SW-1 (S-1) and 
the white wire to hole SW-2 (S-1) on the 


eircuit board, Position this pair of wires 
around the chassis as shown in Pictorial 1. 


Page 20 


( \)’At one end of a 19-1/2" twisted pair, con- 
nect the white wire to lug 1 (S-2) and the 
black wire to lug 4 (NS) of terminal strip S, 


( wW At the other end of this twisted pair, connect 
the white wire to lug 4 (S-1) and the black 
wire to lug 5 (8-1) of control F. Position 
this twisted pair along the chassis as shown, 


NOTE: In the following steps the black wire 
may not be connected at one end of the twisted 
pair. FE the black wire is not connected, it 
serves as a shield for the white wire and 
should be wrapped around the end of the white 
wire as shown in the inset in Figure 12. 


he 
(\/) At one end of a 12-1/2" twisted pair, con- 
nect the white wire to hole SW2 #3 (S-1) 
and the black wire tothe ground { + ) hole 
(S-1) (near the SW2 #3 hole) on the circuit 
board, 


(\J At the other end of this twisted pair, con- 
nect the white wire to lug 4 of switch S81 
(S-1), The black wire is not connected at 
this end, 


(UW At one end of a 15" twisted pair, connect 
the white wire to hole SW2 #1 (S-1) and the 
black wire to the center post of tube socket 
v2 (S-1) on circuit board, Position the 
twisted pair through the plastic clamp as 
shown, 


(\/) At the other end of this twisted pair, con- 
nect the white wire to lug 5 of control H 
(NS), The black wire is not connected at 


Vi end, 
(Vv) At one end of a 12" twisted pair, con- 


nect the white wire to hole SW2 #2 (S-1) 
and the black wire tothe ground ( + ) hole 
(S-1) (near the SW2 #2 hole) on the circuit 
board. Position this twisted pair through 
the plastic clamp as shown, 


(\)} At the other end of this twisted pair, con- 
nect the white wire to lug 8 of switch S1 
(S-1), The black wire is not connected 
at this end, 


i 
( x At one end of a 14" twisted pair connect the 
white wire to the AVC hole (S-1) and the 
black wire to the ground (= ) hole (S-1) 
(near the AVC hole) on the circuit board. 


HEATHEIT 


Position this twisted pair approximately 
1-1/2" above the circuit board and along the 
side of the chassis as shown, 


(Wat the other end of this twisted pair, con- 
nect the white wire to lug 3 of control F 
(S-1). The black wire is not connected at 
this end, 


( Wt one end of a 12-1/2" twisted pair, con- 
nect the white wire to the AUDIO hole (S-1) 
and the black wire tothe ground (+) hole 
(S-1) (near the AUDIO hole) on the circuit 
board. Position this twisted pair approxi- 
mately 1-1/2" above the circuit board and 
along the side of the chassis as shown. 


( At the other end of this twisted pair, con- 
nect the white wire to lug 2 of control F 
(S-1). The black wire is not connected at 
this end, 


( At one end of a 10" twisted pair, connect 
the white wire to hole F-2 (S-1) and the 
black wire to hole F-1 (S-1) on the circuit 
board, Position this twisted pair as shown, 


nA the other end of this twisted pair, 
connect the white wire to lug 3 (NS) and 
the black wire to lug 4 (NS) of terminal 
strip J. 


( fone the two pilot lamp sockets and 
insert a #47 lamp in each socket, 


(7 Using a 6-32 x 3/8" screw, #6 lockwasher, 
and 6-32 nut, mount a pilot lamp socket at 
G. The lamp should go through the chassis 
hole directly in front of the socket, 


(A Bimilarty, mount the other pilot lamp socket 
at L using a 6-32 x 3/8" screw, #6 lock- 
washer, anda 6-32 nut, Make sure the twisted 
wires are underneath the lamps, See Pic- 
torial 1. 


(A Twist together the two wires coming from 
pilot lamp socket G. Connect the white wire 
to lug 1 (NS) and the black wire to lug 2 
(NS) of terminal strip J. 


( ‘4 Twist together the two wires coming from 
pilot lamp socket L, Connect the black wire 
to lug 2 (S-2) and the white wire to lug 4 
(NS) of terminal strip J. 


( R25, Connect the 600 2 5 watt resistor 
from lug 1 (NS) to lug 4 (S-3) of terminal 
strip J. 


( 24, Connect the 880-100 Q glo-bar resistor 
from lug 1 (8-3) to lug 8 (S-2) of terminal 
strip J. 


( ) At one end of a 12" twisted pair, connect 
the white wire to lug 1 of control Q (NS) 
and the black wire to lug 1 of terminal 
strip N (NS). Route this twisted pair through 
the plastic clamp as shown, 


( 


~ 


At the other end of this twisted pair, con- 
nect the white wire to hole M-2 (S-1) and 
the black wire toIF-2 transformer pin near 
hole M-1 on the circuit board (S-1). Wrap 
this wire around the IF transformer pin. 
Do not use hole M-1. 


( ) Turn the chassis over and cut off the 
excess wire lengths that may be protruding 
through the top of the circuit board, 


NOTE; All resistors are 1/2 watt unless speci- 
fied otherwise, 


(R12. Connect a 1000 & (brown-black-red) 
resistor from lug 1 of terminal strip N 
(S-3) to lug 1 of control Q (S-2). 


(RI, Connect a 68 KQ (blue-gray-orange) 
resistor from lug 2 of terminal strip N 
(8-1) to lug 3 of control Q (8-1), 


( pert. Connect a .01 fd dise capacitor from 
lug 1 of phono socket X (S-1) to IF-1 trans- 
former pin near hole QM on the circuit 
board (8-1), Wrap this lead around the IF 
transformer pin. Do not use hole QM. 


The lengths of wire needed in the following 
steps are: 


(“4 1-3/4" bare (4) 3-1/4" bare 
( 4 1-1/2" bare ( 4 1-3/4" bare 
(4 6" white (7) 3" bare 

(4 3" bare 


(”) Connect a 1-3/4" bare wire from lug 2 on 
Slide switch Y (S-1) to hole NL on the cir- 
cuit board (S-1), This hole is to the right 
of the slide switch as viewed in Pictorial 1, 


{ }Eonnect a 1-1/2" bare wire from lug 1 on 
the slide switch Y (S-1) to hole NL on the 
circuit board (S-1), This hole is to the left 
of the slide switch as viewed in Pictorial1, 


(Eonnect the black lead coming through grom- 
met CC from the output transformer to lug 2 
on the phone jack Z (S-1). 


(vy Eonnect a 6" wire to lugi of phone jack 
Z (S-1). Insert the other end of this wire 
through grommet CC to be connected later. 


(¢} Insert one end of a 3" bare wire through lug 
5 (NS) to lug 1 (S-1) of switch S1. 


( Connect the other end of this wire to lug 7 
of switch S1 (S-1). Position this wire away 
from the switch contacts. 


( _Jnsert one end of a3-1/4" bare wire through 
lug 1 of control H (NS), tolug1 of control F 
(NS). 


( §Connect the other end of this wire to lug 4 
of control H (S-1). Position this wire so that 
it does not touch any of the control lugs, 


( Connect a 1-3/4" bare wire from lug 2 (S-1) 
to lug 5 (S-2) of control H. Position this 
wire away from the control, 


( ) Connect a 3" bare wire from lug 1 of control 
H (8-3) to lug 5 of switch $1 (S-3). Position 
this wire away from the control lugs and 
the wire just installed. 


BAND SWITCH WIRING AND INSTALLATION 

( ) Locate the 4-position, 2-section rotary 
switch (#63-286) and position it as shown in 
Figure 13. 


The lengths of wire needed for the following 
steps are: 


( ) 1-1/4" bare ( ) 1-3/8" bare 
( ) 1-1/2" bare ( ) 2-1/8" bare 
( ) 2-1/4" bare ( ) 2-1/8" bare 


( )} 1" bare 


HBEATHEIT 


CONTROL GROUND LUG. 


CONTROL 


Figure 13 


Wafer A will be prewired in the next seven steps. 
This is the wafer closest to the shaft end of 
the switch, 


CONNECT TO LUG 


(-J 1-1/4" bare wire 2 (S-1). 
(/ 1-1/2" bare wire 3 (S-1). 
(/) 2-1/4" bare wire 4 (S-1), 
(~) 1" bare wire 5 (8-1). 
(-¥ 1-3/8" bare wire 6 (S-1). 
(_) 2-1/8" bare wire 7 (S-1). 
(7 2-1/8" bare wire 8 (S-1). 


The lengths of wire needed in the following 
steps are: 

( 4 1-1/2" bare (*) 1-1/2" bare 
(“) 7/8" bare (4 1" bare 
( 41/8" bare 


Wafer B will be prewired in the next five steps, 


CONNECT To LUG 
{4 1-1/2" bare wire 1 (S-1). 
(-) 7/8" bare wire 2 (8-1). 
(_) 7/8" bare wire 4 (S-1). 
(+ 1-1/2" bare wire 5 (S-1). 
( + 1" bare wire 6 (S-1). 


(-y Locate the BAND switch mounting bracket, 
and mount the BAND switch to the bracket, 
using a control ground lug, and control nut 
as shown in Figure 13. Position the switch 
and control ground lug as shown, 


( ,)- Mount the BAND switch with the mounting 
bracket to the chassis using two 6-32 x 3/8" 
screws, #6 lockwashers, and 6-32 nuts as 
shown in Figure 13, 


Refer to Figure 14 for the following steps. 


Wafer A wiring will be completed in the following 
steps. 


(4 Connect the wire from lug 3tohole DA-2 on 
the circuit board (S-1). 


(LY Connect the wire from lug 2 to hole DA-3 
on the circuit board (S-1). 


( XY Connect the wire from lug 4 to the control 
ground lug (NS). 


( Connect the wire from lug 5 to hole CP 
on the circuit board (S-1). 


(4 Connect the wire from lug 6 to hole CS on 
the circuit board (S-1), 


( ea Connect the wire from lug 7 to hole BP on 
the circuit board (S-1). 


( Ke Connect the wire from lug 8 to hole BS on 
the circuit board (S-1), 


The lengths of wire needed in the following 
steps are: 


(4 2-5/8" bare ( *) 2" bare 
( 4 3-1/4" bare (“) 2" bare 
(4 2-3/4" bare ( 4 2-3/4" bare 
(p 1-1/2" bare (4 2" bare 
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( 4 Connect a 2-5/8" bare wire from lug 9 
(S-1) on wafer A to hole AP on the circuit 
board (S-1). 


( ) Connect a 3-1/4" bare wire from lug 10 
of wafer A (S-1) to hole AS on the circuit 
board (8-1), 


( .¥ Insert one end of a 2-3/4" bare wire through 
hole A-11 from the top of the circuit board 
(NS) and connect the end of this wire to 
lug 11 of wafer A (S-1). Position this wire 
so that it does not touch any of the switch 
contacts, 


(\) On top of the circuit board, insert the 
other end of this wire into the jumper 
hole in the circuit board, Solder both cir- 
cuit board connections, 


/ 
(,4 Connect a 1-1/2" bare wire from lug 12 
of wafer A (S-1) to the control ground lug 
(8-2). 


In the following steps, wafer B of the BAND 
switch will be wired, See Figure 15. 


Z 
(\Y Connect the wire coming from lug 2 to 
hole DO-2 on the circuit board (S-1). 


(J Connect the wire coming from lug 1 to 
hole DO-1 on the circuit board (S-1). 


() Connect the wire coming from lug 4 to 
hole CO-2 on the circuit board (S-1). 


( y Connect the wire coming from lug 5 to 
hole CO-1 on the circuit board (S-1), 


Figure 14 


(°) Connect the wire coming from lug 6 to hole 
BO-2 on the circuit board (8-1). 


(*) Connect a 2" bare wire from lug 7 on 
wafer B (S-1) to hole BO-1 on the circuit 
board (S-1), 


( ) Connect a 2" bare wire from lug 8 on wafer 
B (S-1) to hole AO-2 on the circuit board 
(S-1). 


(.) Connect a 2-3/4" bare wire from lug 9 on 
wafer B (S-1) to hole AD-1 on the circuit 
board (8-1). 


(4 Insert one end of a 2" bare wire through 
lug 10 (NS) and lug 3 (NS) on wafer B 
to the ground ( = ) hole directly under lug 3 
on the circuit board (S-1), Now solder lug 
10 (S-1) and lug 3 (S-2) on wafer B, Posi- 
tion this wire away from the switch contacts. 
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ACTUAL SIZE 


Figure 16 


(4 Locate the length of 300 2 twin lead and 
prepare it as shown in Figure 16. 


( At the end with 5/8'' of insulation removed, 
connect either wire to lug 1 of wafer A on the 
BAND switch (S-1), Connect the other wire 
to hole DA-1 on the circuit board (S-1). 


(7 At the other end of this lead connect the 
wire coming from the BAND switch to 
lug 1 (S-1) and the remaining wire to lug 
2 (S-1) of terminal strip W. 


(7 Bolder the #6 solder lug to lug 3 on 3-lug 
terminal strip W (S-1). Ik may be neces- 
sary to loosen and retighten the mounting 
screw to position this ground lug properly 
for soldering. 


The lengths of wire needed for the following 
steps are: 


( 4 5-1/2" white 
( y 1-3/4" bare 
( 4 " Locate the three plastic trimmer capacitors 


and temporarily remove the brass sleeve 
from each one, 


(fp Three 1" bare 


( y¥ 5" white 


(Ace, C5, C4, Insert a plastic trimmer in 
hole A TRIMMER, B TRIMMER, and C 
TRIMMER from the bottom of the circuit 
board, see Figure 17, and solder the tab 
as shown, 


TRIMMER 


A TRIMMER B TRIMER 


Figure 17 


(7) Connect a 1" length of bare wire to the lug 
on each brass sleeve (S-1). 


( Win a brass sleeve over A TRIMMER and 
place the wire into hole AA on the circuit 
board (S-1), é 


( Pi Similarly, slip a brass sleeve over B 
TRIMMER and place the wire into hole 
on the circuit board (S-1). 


( y es slip the remaining brass sleeve 
over C TRIMMER and place the wire into 
hole CC on the circuit board (S-1). 


( ) Referring to Figure 17, adjust the height of 


the screw on A TRIMMER, B TRIMMER, 
and C TRIMMER, as shown, 


At this time the chassis should be set aside 
for use later. 


Refer to Pictorial 2 (fold-out from Page 33) for 
the following steps. 


we Locate the TUNING capacitor mounting 
bracket and insert three 3/16" rubber grom- 
mets in the three large holes on the bracket, 
as shown in Figure 18, 

( 4 Make sure the plates of the TUNING ca- 

pacitor are fully meshed and position it, with 

the mounting holes up, on your working area, 

See Figure 18, 


Lay three flat washers over the TUNING 
capacitor mounting holes. 


ae) 


( 


~ 


Carefully position the TUNING capacitor 
mounting bracket on the MAIN TUNING ca- 
pacitor as shown in Figure 18, and secure 
with three 6-32 x 3/8" screws, three 1/2" 
flat washers, and a #6 solder lug, The 
solder lug goes under the mounting screw 
at EE, 


Gag reorueir 


TUNING CAPACITOR 
MOUNTING BRACKET 


Figure 18 


( Locate the dial drum and an 8-32 set- 
screw, Install the setscrew into the dial 
drum bushing. 


(4h Install the dial drum on the TUNING ca- 
pacitor shaft, with the bushing toward the 
TUNING capacitor frame. Do not tighten 
the setscrew yet. 


( ¥Strip 1/4" insulation from one end and 
3-1/2" of insulation from the other end 
of a 5" wire. 


( YComect the end with the 1/4" insulation 
removed to lug 1 of the TUNING capacitor 
(S-1). 


(A Strip 1/4" insulation from one end and 4" 
of insulation from the other end of a5-1/2" 
wire, 


( ZA Connect the end with the 1/4" insulation 
removed to lug 2 of the TUNING capacitor 
(8-1). 
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{ } Mount the MAIN TUNING capacitor assembly 
on the chassis, using three 6-32 x 3/8" 
screws, one #6 solder lug, three #6 lock- 
washers, and three 6-32 nuts as shown in 
Figure 19. The solder lug goes under the 
mounting screw at FF, Insert the wirefrom 
lug 1 through the ANT hole and insert the 
wire from lug 2 through the OSC hole in the 
circuit board to be soldered later. See 
Pictorial 2, 


( nd solder lugs FF and EE so they touch 
each other. Solder EE and FF together 
(8-1). 


( 7’ Referring to Figure 19, insert the two 
6-32 setscrews in the flywheel, Insert 
the shaft through the brass bushing, through 
the flywheel hole, and into the hole on the 
TUNING capacitor mounting bracket, Insert 
the E ring in the slot on the shaft, The E 
ring should be on the flywheel side of the 
TUNING capacitor mounting bracket. 


jo) 


ey TUNING CAPAC- 
ITOR’ MOUNTING 
+ BRACKET 


Figure 19 


(> fiold the end of the MAIN TUNING shaft so 
that the E ring is against the TUNING ca- 
pacitor mounting bracket, push the fly- 
wheel against the brass bushing, andtighten 
the two setscrews in the flywheel. 
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2V2 PLACE IN DIAL DRUM 
GROOVE 


Figure 20 


es the dial pointer and slightly spread 
the two outer ears as shown in Figure 20A, 


Figure 20A 


( Insert the pointer between the plastic dial 
and dial back plate at the dial drum end 
and slide the pointer over the lip of the dial 
back plate. See Figure 20B, 


Figure 20B 


{ ) Make sure the plates of the MAIN TUNING 
capacitor are fully meshed and the hole in 
the outer edge of the dial drum is straight 
up, as shown in Figure 20. Now tighten the 
setscrew in the dial drum bushing. The dial 
drum should be even with the end of the 
MAIN TUNING capacitor shaft. 


( ) Locate the dial cord and the dial cord 
spring. Connect the dial cord spring to 
the eyelet at one end of the dial cord, 
At the other end of the dial cord spring, 
make a small hook as shown in the inset 
in Figure 20, 


( ) Referring to Figure 20, string the dial 
cord starting at 1, 


A with the MAIN TUNING capacitor fully 
meshed, position the pointer over the verti- 
cal line at the beginning of each band marking 
and crimp the ears over the dial cord. Do not 
use too much pressure or the ears may cut 
the dial cord. See Figure 20C. 


‘ey, 
Figure 20C 


By turning the TUNING capacitor shaft, position 
the pointer all the way tothe right end of the dial, 
Be sure the pointer ears hit the dial drum. This is 
the right edge pointer stop, F the pointer ears 
do not hit the center of the dial drum, reposi- 
tion the dial drum onthe TUNING capacitor shaft 
so they do, 


( Mount the meter in the position shown in 
Pictorial 2, The positive (+) lug goes toward 
the dial drum, Hold the meter against the 
panel, and slip the clamp over the rear of 
the meter, With a screwdriver, push both 
sides of the clamp tightly against the 
panel as shown in Figure 21, 


IMPORTANT: The following NOTE and two steps 
concern using clips on the wires for the meter 
lugs. However, the meter supplied with your kit 
may have lugs larger than the clips. In this case, 
solder the meter wires directly to the meter lugs. 
Be sure to connect the proper wire to each lug, 
and do not use excessive heat when soldering. 


NOTE: To prevent the clip from filling with 
solder when soldering a wire to it, grasp the 


| 


clip with pliers as shown in Figure 21A and then 
solder the wire to the clip, It may be helpful 
to wrap a rubber band around the handle of the 
pliers, as shown, so that both of your hands 
will be free for soldering. 


Figure 21A 


Lp podet a clip on each wire of the twisted 
pair coming through grommet AA, 


(,) After the clips have cooled, connect the 
white wire clip to the positive (+) lug and 
the black wire clip to the negative lug on 
the meter, 


( eferring to Figure 22, mount the angle 
brackets on the two speaker mounting 
holes as shown, using two 6-32 x 3/8" 
screws, #6 lockwashers, and 6-32 nuts, 


("Mount the speaker with the angle brackets 
on top of the chassis in the position shown 
in Pictorial 2. Use two 6-32 x 3/16" screws, 
one #6 lockwasher, and one #6 solder lug 
underneath the chassis at E. See Pictorial 
1, 


Figure 21 


6-32 wee” 
#6 _LOCKWASHER 
ANGLE BRACKET 


6-32 X3/8"SCREW 


/~ ey 


#6 LOCKWASHER 


Figure 22 


‘ut the remaining black lead of the output 
transformer to 1-1/4", Remove 1/4" of 
insulation from the lead and tin the end, 


(L-Eonnect this lead to solder lug DD (NS). 


(Connect a 1-3/4" bare wire from solder 
lug DD (8-2) to lug 1 on the speaker (S-1), 


PUSH 
HERE WITH 
SCREWDRIVER 


( insert the red lead coming from the output 
transformer into the hole marked RED on the 
circuit board (S-1), 


(f Insert the blue lead coming from the output 
transformer into the hole marked BLUE on 
the circuit board (S-1). 


( x Position the wire coming through grommet 
CC as shown in Pictorial 2 and connect it 
to lug 2 on the speaker (S-1). 


(ey€23. Locate the large 4-section can type 
electrolytic capacitor and install it on the 
circuit board in the position shown, The large 
lug is called the locating lug and should go 
through the larger hole in the circuit 
board first, then the rest of the lugs will 
line up with their respective holes. Solder 
all seven lugs. 


The lengths of hookup wire needed for the fol- 
lowing steps are: 


(/) 9-1/2" 
( J 5-1/4" 
A Connect a 9-1/2" wire from hole F8 (S-1) 


to hole F3 (S-1) on the circuit board, 
Position this wire as shown in Pictorial 2. 


(Jd 4" 
( J) 2-1/2" bare 


( 4 Connect a 5-1/4" wire from hole F7 (S-1) 
to hole F6 (S-1) on the circuit board, 


( \jConnect a 4" wire from hole F5 (S-1) to 
hole F4 (8-1) on the circuit board, 


“~ 
~~ 


Referring to Pictorial 1, connect a 2-1/2" 
bare wire from solder lug E (S-1) to lug 1 
of control F (S-2), 


( ) Connect the bare wire coming from the 
ANT hole on the circuit board to lug 1 on 
capacitor K (S-1). Now solder the ANT 
hole (S-1). Be sure this wire does not 
touch the capacitor frame. 
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( ) Connect the bare wire coming from the 
OSC hole on the circuit board to lug 1 on 
capacitor M (8-1). Now solder the OSC 
hole (S-1), Be sure this wire does not 
touch the capacitor frame. 


( ) Referring to Figure 23, mount the line 
cord and line cord strain relief in hole U. 
Leave 1-1/2" of wire inside the chassis. 


OUTSIDE OF CHASSIS 
Figure 23 


( ) Connect either line cord wire to lug 4 (S-2) 
and the other wire to lug 5 (S-2) of terminal 
strip 5, See Pictorial 1. 


( ) Any bare wire ends protruding through the 
top of the circuit board should be cut off 
flush with the top of the circuit board. 


This completes the wiring of the Receiver, 
Carefully inspect the bottom of the chassis to 
make sure all the connections have been sol- 
dered and that none of the conductors on the cir- 
cuit board are shorted together with excess foil, 
or wire clippings. 


INITIAL TEST 


Refer to Pictorial 1 (fold-out from Page 6) 
for the following four steps. 


If an ohmmeter is available, it would be well 
to make the following resistance checks before 
turning the power on for the first time. 


( ) Measure the resistance between lug 4 of 
terminal strip S and the chassis, and from 
lug 5 of terminal strip S and the chassis. 
Both of these measurements should be at 
least 15 megohms, 


( ) Check the resistance between lug 2 of ter- 
minal strip S and the chassis. This meas- 
urement should be approximately 20 Q. 


Measure the resistance from lug 4 to lug 5 
of terminal strip S. This resistance should 
be approximately 15 2 with the VOLUME 
control switch on. 


~ 


( ) Measure the resistance from point QM on the 
circuit board to the chassis. This resistance 
should be at least 25 K&, 

TEST AND 

( ) Plug the line cord plug into an electrical 


outlet, 105-125 volts, 50/60 cycle AC only. 


( ) Turn the unit on with the VOLUME con- 
trol, Check to see that the two pilot lamps 
light and the tube filaments in the four tubes 
glow. If any overheating is noticed, turn off 
the Receiver and refer to the In Case Of 
Difficulty section, 


Turn the VOLUME control clockwise and 
listen for a background noise from the 
speaker, 


( ) 


( ) With the Receiver in Band A and by putting 


your finger on lug 1 or 2 of the antenna 
terminal or by connecting a length of wire 
to lug 1 of the antenna terminal, some 
broadcast stations may be heard when 
tuning across the dial, 
( ) By adjusting the ANT TRIMmer control, the 
signal may be peaked. 


If any of the readings are not as just described, 
refer to the In Case Of Difficulty section of 
this manual. 


NOTE: When installing the tubes, support the 
bottom of the circuit board with your finger. 


( ) Insert all tubes in their proper sockets on 
the circuit board, The tube type number 
appears near each tube socket on the cir- 
cuit board, 


( ) Turn all the front panel control shafts 
fully counterclockwise. 


( ) Install the five small knobs on the shafts. 
Position the pointers to the counterclock- 
wise front panel marking for each shaft, 


( ) Install the two large knobs, one on the MAIN 
TUNING capacitor shaft and the other knob 
on the BAND SPREAD capacitor shaft. 


ADJUSTMENT 


( ) Similarly, switch the BAND switch through 
the remaining three bands, checking for any 
stations that you may pick up. 


~ 
~ 


Turn the Selector Switch to the STBY posi- 
tion, The pilot lamps and filaments should 
still be on but no stations or background 
noise should be heard from the speaker. 


~~ 
~ 


Turn the Selector Switch to the CW posi- 
tion and turn the BFO to its 12 o'clock 
position. 


( ) By tuning across the higher bands (B, C, and 
D), some CW stations may be heard, 


( ) Peak the signal with the ANT TRIMmer 
control. 


( ) Turn the unit off and install tube shields 
over V2 and V3. Make sure the shield slips 
over the shield clip on each tube socket. 


{ ) Remove the antenna wire if one was used, 
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ADJUSTMENT 


Refer to Pictorial 2 (fold-out from Page 33) 
for the following steps. 


( ) Turn the Receiver on and wait approxi- 
mately one minute for the tubes to warm 
up. 


( ) If the pointer on the meter does not rest at 
the left end of the arrow with no signal 
coming in, adjust the meter zero control 
R13. This control lies behind the meter 
and may be adjusted from the top of the 
chassis with a screwdriver, Adjust the 
control so that the meter pointer rests at 
the left end of the meter arrow, 


Refer to Pictorial 2 for the following steps. 


() With a small screwdriver, turn C8A and 
C8D clockwise until they are just snug. 


( ) Turn C8A 1 turn counterclockwise. 
( ) Turn C8D 1 turn counterclockwise, 


This completes the adjustment. The rest of 
the coils and IF transformers have been pre- 
set at the factory and should not require any 
further adjustment, However, if an RF signal 
generator and a VTVM are available, a complete 
alignment procedure is provided on Page 36. 
if ‘alignment with instruments is not anticipated 
at this time, refer to the next section of the 
manual for final assembly of the Receiver. 


FINAL ASSEMBLY 


( ) Referring to Figure 24, install the two large 
tapered feet in the holes toward the front 
edge of the bottom plate, Use two 6-32 x 
3/8" screws, #6 lockwashers, and 6-32 nuts, 


=~ 
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Similarly, install the two small feet in 
the holes toward the rear of the bottom 
plate, using two 6-32 x 3/8" screws, #6 
lockwashers, and 6-32 nuts, 


Install the bottom plate to the chassis, 
using four #6 sheet metal screws. Make 
gure the two large tapered feet are to- 
ward the front of the chassis. 


( 


~ 


Referring to Figure 25, install the cabinet 
over the top of the chassis, Secure the 
cabinet to the chassis, using four 6-32 x 
1/4” black screws, 


( 


~~ 


( ) Mount the rear cover on the rear of the 
cabinet, using six #6 sheet metal screws, 


THE ROUNDED EDGE OF THE 
TOP COVER SLIDES 


OVER 
THE DIAL WINDOW AND a THE RIGHT EDGE OF THE 
RESTS AGAINST THE EDGE DIAL BACK PLATE 
OF THE FRONT PANEL 


SCREW, 
(BLACK) 


3+ Bane 


ap 6-32 NUT 
—L, # 6 LOCKWASHER 


#6 SHEET METAL 


6-32 NUT cD 


SCREWS 
#6 LOCKWASHER: 
SMALL FOOT 
Figure 24 6-32x3/8" sie | 
OPERATION 


CONTROLS 
YOLUME CONTROL -Turns the receiver onor 


off and varies the volume from the speaker or 
headphone. 


BFQ CONTROL - Turns the BFO on or off and 
varies the tone of the CW signal. Also useful 
when tuning weak AM stations, 


SELECTOR SWITCH - Selects AM, STBY, or CW 
mode of reception, In the AM position, the 
AVC voltage is on; in CW position, the AVC 
voltage is off, 

BAND SWITCH - Selects one of four bands: 
A, B, C, and D. 


ANTENNA TRIMMER - Peaks the signal at the 
frequency being received, 


BAND SPREAD - Fine tunes the MAIN TUNING 
capacitor to help separate the incoming signal 
from other signals near the same frequency, 


TUNING - Tunes in the desired station, 
AM OPERATION 


The BFO control should be in the OFF position. 
Turn the Selector Switch to AM and advance 
the VOLUME control for sufficient volume. 
Set the BAND switch to the desired band and 
tune in a station with the MAIN TUNING control, 
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Turn the BAND SPREAD control until the desired 
station is centered (that is, for the clearest 
reception}, Peak the signal, using the ANTenna 
TRIMmer, 


When listening to weak stations, turn the BFO ON 
and slowly adjust this control for the loudest 
and clearest reception. 


CW-SSB OPERATION 


Turn the BFO control 3/4 turn clockwise, Turn 
the Selector Switch to CW and set the BAND 
switch to one of the shortwave bands, B,C, or D. 


ANTENNA 


The Receiver must have an antenna for proper 
reception, A length of wire 10 feet long will 
probably give good reception on the broadcast 
band, For shortwave listening, a longer, out- 
door antenna should be used, 


For general broadcast and shortwave listening, 
a long-wire outside antenna is suggested. Atypical 
long- wire antenna installation is shown in Figure 
26. The length of the antenna wire may be from 
50 to 100 feet long. The lead-in wire should be 
attached and soldered to one end of the antenna, 
The other end of the lead-in wire is connected 
to lug 1 on the antenna terminal strip of the 
Receiver, 


DIPOLE ANTENNA 


FOLOED 
DIPOLE ANTENNA 


LIGHTNING 
ARRESTOR 


{er-- 
of 


fe 
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With the MAIN TUNING control, tune in a CW 
station. Adjust the BFO control as follows: Turn 
the control fully clockwise and then slowly 
counterclockwise until the clearest tone is pro- 
duced, The frequency of this tone may be varied 
either with the MAIN TUNING or the BAND 
SPREAD capacitor. Some experimentation will 
be necessary to find the best position for the 
BFO control, 


When tuning SSB (single side band) signals, tune 
to the SSB station and then alternate between the 
BAND SPREAD and BFO controls for the 
clearest reception. 


INSTALLATION 


Generally, the higher the antenna the better the 
reception, A tree or pole may be used as one 
support and your house as the other support, 
Insulators must be used at each end of the 
antenna to separate the antenna wire from the 
support wire. 


Lug 3 of the antenna terminal strip on the Re- 
ceiver should be grounded to a water pipe or to 
a 6 to 8 feet long ground rod driven into the 
earth, 


A dipole or folded dipole antenna may be used 
for optimum reception on the shortwave band, 
This type of antenna is directional and is design- 
ed to receive a narrow band of the shortwave 
frequencies, It is suggested you check an ARRL 
Handbook or an Antenna Handbook for the 
proper dipole or folded dipole antenna length 
needed for the shortwave frequencies you in- 
tend to listen to. 


To connect a dipole antenna to the Receiver, 
connect a short wire between lugs 2 and 3 on 
the antenna terminal strip, and connect the 
two lead-in wires from the dipole antenna to 
lugs 1 and 2 on the antenna terminal strip of 
the Receiver, See Figure 26, 


To connect a folded dipole antenna to the Re- 
ceiver, connect the two lead-in wires from the 
antenna to lugs 2 and 3 on the antenna terminal 
strip; no wire is used between lugs 2 and 3, 
See Figure 26, 
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FREQUENCY 


3.5 me 
6 me 
T me 
T me 


7 mc 
9 mc 
9 me 
9 mc 


11 me 
11 me 
14 me 


15 mc 


RECEPTION GUIDE 


TIME 


Morning 
Evening 
Evening 
Late afternoon, 
Evening 


Morning 
Morning 
Afternoon 
Evening 


Morning 
Evening 

Late morning, 
Afternoon 
Late morning, 
Afternoon 


15 me 
17 me 
17 me 
17 me 
20 me 
20 me 
20 me 
27 mc 
28 mc 
28 me 


Evening 


All day 
Evening 


All day 
Evening 
All day 
Morning 
All day 
Evening 


Afternoon 


Afternoon 


ZONE 


Local (Amateur) 

Latin America and Europe 
Europe 

Europe 


United States (Amateur) 
Asia and Australia 
Europe and Africa 

Europe and Latin America 


Asia and Australia 
Latin America 
United States, Foreign, (Amateur) 


Europe and North America 


North and Latin America 
Europe 

United States 

South America 

Europe 

United States 

South America 

Local (Citizen's Band) 
Europe 

Central America, United Stutes (Amateur), 
Asia 


These reception conditions prevail in the spring and fall of the year, They are also subject to 
varying atmospheric conditions, sun spot activities, and to some extent, weather conditions. 
In the winter, reception generally will be best on the lower frequency bands, In summer, 
reception will be better on higher frequency bands, 


IN CASE OF DIFFICULTY 


Recheck the wiring, Trace each lead in 
colored pencil on the Pictorial as it is 
checked, It is frequently helpful to have a 
friend check your work, Someone who is not 
familiar with the unit may notice something 
consistently overlooked by the constructor, 


It is interesting to note that about 90% of the 
kits that are returned for repair, do not 
function properly due to poor connections 
and soldering, Therefore, many troubles 
can be eliminated by reheating all connec- 


3. 


tions to make sure that they are soldered 
as described in the Proper Soldering Tech- 
niques section of this manual, 


Check to be sure that all tubes are in their 
proper locations, Make sure that all tubes 
light up properly, 


Check the tubes with a tube tester or by 
substitution of tubes of the same types 
and known to be good, 


Or 


"@ 


— 


I 
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5, Check the values of the component parts. 
Be sure that the proper part has been 
wired into the circuit, as shown in the 
pictorial diagrams and as called out in the 
wiring instructions, 


6, Check for bits of solder, wire ends or other 
foreign matter which may be lodged in the 
wiring beneath the chassis, 


7, If, after careful checks, the trouble is still 


not located and a voltmeter is available, 
check voltage readings against those found 
on the Schematic Diagram. NOTE: All 
voltage readings were taken with an 11 meg- 
ohm input vacuum tube voltmeter, Voltages 
may vary as much as 10% due to line volt- 
age variations, 


A review of the Circuit Description will 
prove helpful in indicating where to look 
for trouble, 


SPECIFIC PROBLEMS 


PROBLEM CHECK . 


Filaments do not 
light. 


Filaments light, but 

no sound with VOLUME 
control turned fully 
clockwise, 


Check filament wiring on top of the circuit 
board against Pictorial 2 on Page 33. 
Open tube filament - with an ohmmeter, 
check for continuity between pins 3 and 4 
on all four tubes, 

Check wiring of terminal strip J against 
Pictorial 1 (fold-out from Page 6), 

Check power transformer wiring against 
Pictorial 1 (fold-out from Page 6), 


Make sure the Selector Switch is not in 
STBY position, 

Check wiring between the VOLUME con- 
trol and the circuit board against Pic- 
torial 1 (fold-out from Page 6), 


CAUTION: When making the following checks, 
do not touch the chassis with your other hand, 


3. 


Turn the Receiver on and place a small 
screwdriver on lug 5 of tube socket V4, then 
touch your finger to the metal portion of 
the screwdriver; a low pitched hum should 
be audible, 

Now place the screwdriver on lug 1 of tube 
socket V3, Again touch your finger to the 
metal portion, this time the hum should be 
louder, 


If no hum is present check the circuit board 
components of tubes V3 and V4 and the 
wiring to the speaker. 
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PROBLEM CHECK 


Audio present - CAUTION: When making the following tests, 
no signals can do not touch the chassis with your other hand, 
be heard, 


Place a small screwdriver on lug 1 of tube 
socket V2 and with your finger, touch the 
metal portion of the screwdriver, A low 
pitched hum should be heard, 


If no hum is present, check the circuit board 
components around tube socket V2, 


Similarly, make the screwdriver test on lug 
7 of tube socket V1. The hum should be 
louder, 


If no hum is present or if the hum level 
does not increase, check the components on 
the circuit around tube socket V1. 


With an ohmmeter, check for continuity 
from lug 1 on the antenna terminal to 
ground, The following resistance reading 
should be obtained for the BAND switch 
positions, 


Band A - 40 2 
Band B- 12 
BandC- 12 
BandD- ,42 


High hum level, 1, Reposition the two twisted pairs (coming 
from the AVC and AUDIO holes on the circuit 
board) at least 1-1/2" above the circuit 
board, along the side of the chassis, and 
above the other two twisted pairs of wires 
running under control F. 


ALIGNMENT WITH INSTRUMENTS 


Alignment must be performed without the bottom 
plate installed, Before attempting the alignment 
procedure, operate the Receiver for aminimum 
of 15 minutes to allow the tubes and components 
to stabilize, 


A plastie alignment tool is provided to align 

the coils, With slight modification this tool 7? 

sien also be useful for aligning the IF trans- SQUARE OFF 

ee mee: () At the same end of this alignment tool, 
flatten the tip with pliers until itis approxi- 

( ) Referring to Figure 27, cut off 1/4" from mately 1/32" thick, See Figure 27, Be sure 
one end of the alignment tool, the flatted end is squared off as shown. . 
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NOTE: The flatted end of the alignment tool 
should fit the slots in the If transformer slugs, 
The other end of the alignment tool is used to 
align the coils, 


Preset trimmers A, B, and C to the settings 
shown in Figure 17 on Page-24, 


Refer to Figure 28 (fold-out from Page 34)for the 
alignment positions, 


Set the BAND switch to Band B and set the dial 
pointer to 1.5 mc. Connect the common VTVM 
lead to the chassis and the DC test lead to lug 
3 on the VOLUME control, Set the VTVM 
to read DC- and the range switch to one of the 
higher ranges. 


Connect the common signal generator lead to 
the chassis and the positive lead to lug 1 on 
the antenna terminal strip on the rear of the 
Receiver. Set the signal generator to 455 ke, 
unmodulated, and reduce the output until a 
readable voltage is obtained on the lowest 
possible VTVM range, : 


During alignment, reduce the signal generator 
output as the VTVM readings become higher, 
Always use the lowest signal generator out- 
put possible to still have a readable voltage 
on the lowest VTVM range, 


Proceed with alignment, using the Alignment 
Chart, 


ALIGNMENT CHART 


SET BAND 
SWITCH TO: 


TUNE SIGNAL 
GENERATOR TO: 


455 ke B 
455 ke B 


Repeat steps 1 and 2, 


ADJUST FOR MAXIMUM 
METER READING 


IF-1 top and bottom 


IF-2 top and bottom 


Rotate the BAND SPREAD capacitor fully clockwise, 


Adjust the ANT TRIMmer capacitor so the plates are 50% meshed, 


30 me D 


30 me c8D 


Adjust the ANT TRIMmer capacitor so the plates are fully meshed, 


10 me D 


10 me D 


10 mc L5 


10 me C8A 


. Tune the Receiver to 10,910 mc and check for the image frequency. EF the image frequency 
does not appear at this point, repeat steps 5 through 9, being careful to align to the correct 
frequency, The image frequency is 910 kc below the signal frequency on Bands A,B, and C. 

L6 and L2 


» 4me Cc 4mc 


. 10 mc 10 mc c4 


. 4me 4 mc L6 


1.5 me 1.5 me L7 and L3 


. 4me 4 mc cS 


. 1.5 me 1.5 me L7 


TUNE SIGNAL SET BAND 


GENERATOR TO: SWITCH TO: 
17, 550 ke A 


18 1.5 me A 


20, 1.0 me A 


21, 550 ke A 


SET TUNER ADJUST FOR MAXIMUM 
DIAL TO: METER READING 


19, Adjust the ANT TRIMmer so the plates are 50% meshed, 


NOTE: Li has been preset - DO NOT ADJUST, 


550 ke L8 


1.5 me cé6 


1.0 me 14 


550 ke L8 


SERVICE INFORMATION 


SERVICE 


E, after applying the information contained in 
this manual and your best efforts, you are still 
unable to obtain proper performance, it is sug- 
gested that you take advantage of the technical 
facilities which the Heath Company makes avail- 
able to its customers, 


The Technical Consultation Department is main- 
tained for your benefit, This service is available 


to you at no charge, Its primary purpose is to 
provide assistance for those who encounter 
difficulty in the construction, operation or 
maintenance of HEATHKIT equipment, It is not 
intended, and is not equipped to function as a 
general source of technical information involving 
kit modifications nor anything other than the 
normal and specified performance of HEATHKIT 
equipment, 


Although the Technical Consultants are familiar 
with all details of this kit, the effectiveness of 
their advice will depend entirely upon the amount 
and the accuracy of the information furnished by 
you. In a sense, YOU MUST QUALIFYfor GOOD 
technical advice by helping the consultants to 
help you, Please use this outline: 


1, Before writing, fully investigate each of the 
hints and suggestions listed in this manual 
under In Case Of Difficulty. Possibly it 
will not be necessary to write, 


2, When writing, clearly describe the nature 
of the trouble and mention all associated 
equipment, Specifically report operating 
procedures, switch positions, connections 
to other units and anything else that might 
help to isolate the cause of trouble, 


3. Report fully on the results obtained when 
testing the unit initially and when following 
the suggestions under In Case Of Difficulty. 
Be as specific as possible and include volt- 
age readings if test equipment is available. 


4, Identify the kit model number and date of 
purchase if available. Also mention the date 
of the kit assembly manual. (Date at bottom 
of Page 1.) 


5. Print or type your name and address, 
preferably in two places on the letter, 


With the preceding information, the consultant 
will know exactly what kit you have, what you 
would like it to do for you and the difficulty you 
wish to correct, The date of purchase tells him 
whether or not engineering changes have been 
made since it was shipped to you, He will know 
what you have done in an effort to locate the 
cause of trouble and, thereby, avoid repeti- 
tious suggestions, In short, he will devote full 
time to the problem at hand, and through his 
familiarity with the kit, plus your accurate re- 
port, he will be able to give you a complete and 
helpful answer, If replacement parts are re- 
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quired, they will be shipped to you, subject to 
the terms of the Warranty, 


The Factory Service facilities are also available 
to you, in case you are not familiar enough with 
electronics to provide our consultants with suf- 
ficient information on which to base a diagnosis 
of your difficulty, or in the event that you pre- 
fer to have the difficulty corrected in this man- 
ner, You may return the completed instrument 
to the Heath Company for inspection and neces- 
gary repairs and adjustments. You will be 
charged a minimal service fee, plus the price 
of any additional parts or material required. 
However, if the completed kit is returned within 
the Warranty period, parts charges will be 
governed by the terms of the Warranty. State 
the date of purchase, if possible. 


Local Service by Authorized HEATHKIT Serv- 
ice Centers is also available in some areas and 
often will be your fastest, most efficient method 
of obtaining service for your HEATHKIT equip- 
ment, Although you may find charges for local 
service somewhat higher than for factory serv- 
ice, the amount of increase is usually offset 
by the transportation charge you would pay if 
you elected to return your kit to the Heath 
Company. 


HEATHKIT Service Centers will honor the 
regular 90 day HEATHKIT Parts Warranty on 
all kits, whether purchased through a dealer 
or directly from Heath Company; however, it 
will be necessary that you verify the purchase 
date of your kit. 


Under the conditions specified in the Warranty, 
replacement parts are supplied without charge; 
however, if the Service Center assists you in 
locating a defective part (or parts) in your 
kit, or installs a replacement part for you, 
you may be charged for this service. 


HEATHKIT equipment purchased locally and 
returned to Heath Company for service must be 
accompanied by your copy of the dated sales 
receipt from your authorized HEATHKIT deal- 
er in order to be eligible for parts replacement 
under the terms of the Warranty. 


THIS SERVICE POLICY APPLIES ONLY TO 
COMPLETED EQUIPMENT CONSTRUCTED IN 
ACCORDANCE WITH THE INSTRUCTIONS AS 
STATED IN THE MANUAL, Equipment that has 


ee 
ag heater 


been modified in design will not be accepted 
for repair. If there is evidence of acid core 
solder or paste fluxes, the equipment will be 
returned NOT repaired, 


For information regarding modification of 
HEATHKIT equipment for special applications, 
it is suggested that you refer to any one 
or more of the many publications that are avail- 
able on all phases of electronics, They can be 
obtained at or through your local library, as 
well as at most electronic equipment stores, 
Although the Heath Company sincerely welcomes 
all comments and suggestions, it would be im- 
possible to design, test, evaluate and assume 
responsibility for proposed circuit changes for 
special purposes, Therefore, such modifications 
must be made at the discretion of the kit builder, 
using information available from sources other 
than the Heath Company. 


REPLACEMENTS 


Material supplied with HEATHKIT products 
has been carefully selected to meet design re- 
quirements and ordinarily will fulfill its function 
without difficulty, Occasionally improper instru- 
ment operation can be traced to a faulty com- 
ponent, Should inspection reveal the necessity 
for replacement, write to the Heath Company 
and supply all of the following information, 


A. Thoroughly identify the part in question by 
using the part number and description found 
in the manual Parts List. 


B. Identify the type and model number of kit 
in which it is used, 


C, Mention date of purchase. 


D. Describe the nature of defect or reason for 
requesting replacement, 


The Heath Company will promptly supply the 
necessary replacement, PLEASE DO NOT RE- 
TURN THE ORIGINAL COMPONENT UNTIL 
SPECIFICALLY REQUESTED TO DO SO, Do 
not dismantle the component in question as 
this will void the guarantee, This replace- 
ment policy does not cover the free replace- 
ment of parts that may have been broken or 
damaged through carelessness on the part of 
the kit builder. 


a 
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SHIPPING INSTRUCTIONS 


In the event that your instrument must be re- 
turned for service, these instructions should be 
carefully followed, 


Include all the tubes and the cabinet when 
returning the instrument for service. 


ATTACH ATAG TO THE EQUIPMENT BEARING 
YOUR NAME, COMPLETE ADDRESS, DATE OF 
PURCHASE, AND A BRIEF DESCRIPTION OF 
THE DIFFICULTY ENCOUNTERED. Wrap the 
equipment in heavy paper, exercising care to 
prevent damage. Place the wrapped equipment 
in a stout carton of such size that at least three 
inches of shredded paper, excelsior, or other 
resilient packing material can be placed be- 


tween all sides of the wrapped equipment and 
the carton, Close and seal the carton with 
gummed paper tape, or alternately, tie securely 
with stout cord, Clearly print the address on 
the carton as follows: 


To: HEATH COMPANY 
Benton Harbor, Michigan 


Include your name and return address on the 
outside of the carton. Preferably affix one or 
more "Fragile" or "Handle With Care" labels 
to the carton, or otherwise so mark with a 
crayon of bright color. Ship by insured parcel 
post or prepaid express; note that a carrier 
cannot be held responsible for damage intransit 
if, in HIS OPINION, the article is inadequately 
packed for shipment. 


WARRANTY 


Heath Company warrants that for a period of three months from the date of shipment, all Heathkit 
parts shall be free of defects in materials and workmanship under normal use and service and 
that in fulfillment of any breach of such warranty, Heath Company shall replace such defective 
parts upon the return of the same to its factory. The foregoing warranty shall apply only to the 
\ original buyer, and is and shall be in lieu of all other warranties, whether express or implied 
and of all other obligations or liabilities on the part of Heath Company and in no event shall 
Heath Company be liable for any anticipated profits, consequential damages, loss of time or other 
losses incurred by the buyer in connection with the purchase, assembly or operation of Heathkits 
or components thereof. No replacement shall be made of parts damaged by the buyer in the 
course of handling or assembling Heathkit equipment. : 


NOTE: The foregoing warranty is completely void and we will not replace, repair or service 
instruments or parts thereof in which acid core solder or paste fluxes have been used. 


HEATH COMPANY 


